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Inspection Detail 

Case Status: CLOSED 

Inspection: 1185593.015 - Cargill Meat Solutions Corp. 


Inspection Information - Office: Omaha 

Nr: 1185593.015 

Report ID: 0728900 

Open Date: 
10/20/2016 



Cargill Meat Solutions Corp. 




2601 Industrial Rd. 


Union Status: Union 



Nebraska City, NE 68410 



SIC: 





NAICS: 311612/Meat Processed from Carcasses 




Mailing: 2601 Industrial Rd., Nebraska City, NE 68410 



Inspection Type: 

Referral 




Scope: 

Partial 

Advanced Notice: 

N 


Ownership: 

Private 




Safety/Health: 

Safety 

Close Conference: 



Emphasis: 

N:Amputate, L:Meatindustry 

Close Case: 

05/17/2017 


Related Activity: 

Type 

ID 

Safety 

Health 


Referral 

1146230 

Yes 



Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

1 





1 

Current Violations 

1 





1 

Initial Penalty 

$9,054 

$0 

$0 

$0 

$0 

$9,054 

Current Penalty 

$6,300 

$0 

$0 

$0 

$0 

$6,300 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 

# 

ID 

Type 

Standard 

Issuance Abate Curr$ 

Init$ 

Fta$ Contest 

LastEvent 

1. 

01001 

Serious 

19100147 D04 I 

03/29/2017 $6,300 

$9,054 

$0 

I - Informal Settlement 


UNITED STATES 
DEPARTMENT OF LABOR 


Occupational Safety and Health Administration 
200 Constitution Ave NW 
Washington, DC 20210 


TRAINING 







V. 800-321-6742 (OSHA) 
TTY 

www.OSHA.gov 


FEDERAL GOVERNMENT 


OCCUPATIONAL SAFETY AND HEALTH ABOUT THE SITE 


White House 

Severe Storm and Flood Recovery Assistance 
Disaster Recovery Assistance 
DisasterAssistance.gov 
USA.gov 

No Fear Act Data 

U.S. Office of Special Counsel 


Frequently Asked Questions 
A -ZIndex 

Freedom of Information Act 
Read the OSHA Newsletter 
Subscribe to the OSHA Newsletter 
OSHA Publications 
Office of Inspector General 


Freedom of Information Act 
Privacy 8i Security Statement 
Disclaimers 

Important Website Notices 
Plug-Ins Used by DOL 
Accessibility Statement 


https://www.osha.gov/pls/imis/establishment.inspection_detail?id=1185593.015 


2/2 



